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BRUSSELS AND LAGOS FOR FAA 

CASABLANCA FOR RCAA 

E.O. 11652: N/A 
TAGS: EAIRMR 

SUBJECT: US CIV AIR BILATERALS WITH WEST AFRICAN COUNTRIES 

REF: STATE 37671 

1. DURING CALL BY VISITING FAA TEAM ON MAURITANIAN SECRETARY- 
GENERAL FOR TRANSPORT AND COMMERCE FEBRUARY 4, SECRETARY-GENERAL 
SUGGESTED THAT USG CONCLUDE AIR TRANSPORT AGREEMENT WITH MAURITANIA. 
HE ADDED THAT USG MIGHT WISH TO USE AS MODEL THE 1974 SOVIET- 
MAURITANIAN AGREEMENT (NOUAKCHOTT A-6). 

2. SECRETARY-GENERAL WAS NEITHER GIVEN ENCOURAGEMENT ON THIS 
MATTER NOR PROMISED A RESPONSE. FAA TEAM EXPLAINED THIS TOPIC IS 
OUT OF ITS JURISDICTION. IN VIEW OF EXPRESSED INTEREST BY GIRM 

IN SUCH AGREEMENT, HOWEVER, WE WOULD APPRECIATE BEING KEPT ON 
DISTRIBUTION FUTURE TRAFFIC THIS SUBJECT.SHINN 
LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 

PAGE 02 NOUAKC 00348 211629Z 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


LIMITED OFFICIAL USE 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: AVIATION AGREEMENTS, AIR ROUTE AGREEMENTS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 21 FEB 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: GolinoFR 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975NOUAKC00348 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750062-0959 
From: NOUAKCHOTT 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750224/aaaaautl.tel 

Line Count: 61 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 75 STATE 37671 

Review Action: RELEASED, APPROVED 

Review Authority: GolinoFR 

Review Comment: n/a 

Review Content Flags: 

Review Date: 16 APR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <16 APR 2003 by KelleyW0>; APPROVED <17 APR 2003 by GolinoFR> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: US CIVAIR BILATERALS WITH WEST AFRICAN COUNTRIES 
TAGS: EAIR, AINF, MR, US 
To: STATE 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



